Impressum 


The service on www.microfocus.com is provided by: 


Micro Focus International plc. 
The Lawn 22-30 Old Bath Road 
Newbury, Berkshire 

RG14 1QN 

United Kingdom 


Phone: +44-(0)-1635-565-200 
Electronic contact: compliance@microfocus.com 


Micro Focus International is a company incorporated and registered under UK law. 
Registration number: 5134647 


VAT registration number: GB765361024 


Management Team and Board of Directors: www.microfocus.com/about/leadership/ 


